TABLE 1-19 (Continued)


	
	1978
	


	1978
	Estimated
	

Company and Location
	Capacity, 10 metric tons
	Production, 10 metric tons
	Raw Material

Commonwealth Oil
	
	
	

Refining Co. , Inc. Ponce, P.R.
	390 50
	320 40
	Catalytic reformate Pyrolysis gasoline

Crown Central
	
	
	

Petroleum Corp. Pasadena, Tex.
	50
	40
	Catalytic reformate

Dow Chemical, USA Freeport, Tex.
	13
	10
	Catalytic reformate

Exxon Corp. Baytown, Tex.
	410
	332
	Catalytic reformate

Getty Oil Company El Dorado, Ks.
	13
	10
	Catalytic reformate

Gulf Oil Corp. Alliance, La. Philadelphia, Pa. Port Arthur, Tex.
	210 90 50 70
	170 80 40 50
	Catalytic reformate Catalytic reformate Catalytic reformate Pyrolysis gasoline

Kerr-McGee Corp.

Corpus Christi, Tex.

LTV Corporation
Aliquippa, Pa.

Marathon Oil Co.
Texas City, Tex.

150

120

70

60

Catalytic  reformate

Coke-oven light  oil

Catalytic  reformate
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